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Federal Safety Council 
Department of Labor 
Washington, D. C. 20212 


Gentlemen: 


Analyses of injuries incurred by employees of the 
Central Intelligence Agency during the quarter ending 31 
December 1970 reveal a disabling injury frequency rate 
of 1.5. 


Thie information is furnished in compliance with 
Title 29, CFR, Chapter XIII as amended by Part 1519 enti- 
tled, Safety and Health Provisions for Federal Agencies. 


Sincerely, 


Robert S. Wattles 
Assistant Deputy Director 
for Support 
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ROUTING AND RECORD SHEET 


SUBJECT: (Optional) 


EXTENSION 


TO: (Officer designation, room number, and 
building) OFFICER'S COMMENTS (Number each comment to show from whom 
tNITIALS to whom. Draw a line across column after each comment.) 
RECEIVED FORWARDED 


1. 
Assistant Deputy Director 
for Support The disabling injury frequency 
rate is number of lost time 
injuries per one million hours 
worked. The disabling injury 


frequency rate for the quarter 


ending 30 September 1970 was 
Led: 


610 orev oR a a P| Rete Y] UNCLASSIFIED 


STAT 
Approved For Release 2003/02/27 : CIA-RDP84-00780R004200170008-2 


Approved For Release 2003/02/27 : CIA-RDP84-00780R004200170008-2 


